Approved For Release 2001/08/07 : CIA-RDP78-071 81 R00020001 0034-9 


Approved For Release 2001/08/07 : CIA-RDP78-071 81 R00020001 0034-9 


HUMCO DICTIONARY SHEET 


Page of 


2. Submitting Project (Name and No.) 

STAFFING 



POSITION CEILING CODE 


Brief Description of File 


Contains codes to denote what ceiling 
a position counts against. 
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FIELD DESCRIPTION 


POSITION CEILING CODE 


A code denoting what ceiling a position 
counts against. 


POSITION CEILING TEXT 


NOTE: This code is being developed on a 
dictionary to allow for the future 
inclusion of contract ceilings , etct 


Code 

s 

N 


Text 

STAFF CEILING COUNT 
STAFF CEILING NON-COUNT 


REFERENCE 


2001/08/07 : CIA-RDP78-071 81 R00020001 0034-9 









